INDEX. 


Abbott, Dr. A. C. (With Harrington, Charles, and Sedgwick, W. T.). 
Report of commission of sanitary experts on protection of Seattle 
water supply. 458-463, Dec. 

Agnew, Samuel A. Pumping without attendance (by oil engines). With 
disc. 330-345, Sept. 

Air chamber, pumping without. Gro. A.Stacy. Withdisc. 379-384, Dec. 

Alvord, John W. Report on protection of Seattle water supply against 
pollution by railroads. 442-457, Dec. 

Atkinson, Edward. Died Dec 11, 05. Obituary 124, Mar. 

Attleboro, Mass. Reinforced concrete standpipe. G. H. Snevv. Iil. 
With disc. 302-329, Sept. 

Baker, M. N. Biographical sketch of W. T. Sedgwick, 94-97, Mar. 
Water supply, typhoid fever, diarrheal diseases, and infant mortality 

at Burlington, Vt., 1879-1905 inclusive. With disc. 163-224, June. 

Bancroft, Lewis M. Report of treasurer for 1905. 106—110, March. 

Barbour, Frank A. Reinforced concrete standpipe at Attleboro, Mass. 
Til. 310-325, Sept. 

Beals, Joseph E. Homespun device for raising pipe in the trench. 244- 
246, Sept. 
Blake, Edmund M. The pitometer and its uses. Ill With disc. 152- 

162, June. 
Book Notices. 
Handbook of cost data. H.P.GiLLette. 125, Mar. 
Hydraulic motors. Irvinc P. CHuRcCH. 235, June. 
Practical cement testing. W. Purves TayLor. 125, Mar. 
Quasi-public corporation accounting and management. JoHN 
F. J. MuLtHALL. 495, Dec. 

Bowers, George. President’s annual address, Jan 10,06. 1or—104, Mar. 

Brockton, Mass. New water supply from Silver Lake. Cuarves R. 
Fetton. Ill. With disc. 385-405, Dec. 

Brookline, Mass. Compulsory metering. F. F. ForBes. 247-251, 1, Sept. 


* Cambridge, Mass., vital statisticsof. L.M. Hastines. Ill. With disc. 
406-426, Dec. 

Cast-iron pipe. Experience with N E W W A specifications. 346-347, 
Sept. 

Cleveland, Ohio. Typhoid fever epidemic of 1903-1904. G.C. WHIPPLE. 
Ill. 266-301, Sept. 
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iv INDEX. 


Coffin, Freeman C. Progress report of committee on meter rates. 237- 
243, Sept. 
Died Nov 11, 06. Obituary 493, Dec. 
Consumption of water in Brockton. 386, Dec. 
Cost of concrete in concrete standpipe. 322, Sept. 


Dams for U. S. reclamation service. M.O. Leicuton. Ill. 128-151, 
June. 
Davis, Carleton E. - Water supply problems on the Isthmus. Ill. 252- 
265, Sept. 
Doane, A.O. Water pressure regulators. Ill. Withdisc. 1-16, Mar. 
Duty of pumping engines, value of. 397, Dec. 


Editor, report of, for 1905. 111-114, Mar. ; 
Electric pumping at Schenectady, N.Y. G.S. Hook. Ill. 89-93, Mar. 
Electrolysis. (Disc.) Ill. 34-50, Mar. 


Felton, Charles R. New water supply of Brockton from Silver Lake. 
Ill. With disc. 385-405, Dec. 
Fire services, private. Report of committee. With disc. 17-33, Mar. 
Forbes, F. F. Compulsory metering in Brookline, Mass. 247-251, Sept. 
Freeman, John R. Report on protection of Seattle water supply. 464- 
486, Dec. 


Harrington, Dr. Charles. (With Abbott, A. C., and Sedgwick, W. T.) 
Report of commission of sanitary experts on protection of Seattle 
water supply. 458-463, Dec. . 

Hastings, L. M. A study of some vital statistics. (Cambridge, Mass.) 
Ill. With disc. 406-426, Dec. 

Hook, G.S. Electric pumping at Schenectady, N. Y. Ill. 89-93, Mar. 

Hydrants and valves, uniformity in opening, and in nut; report of com- 
mittee. With disc. 348-361, Sept. 


Irrigation works of U. S. reclamation service. M. O. Leicnuton. [Iil. 
With disc. 128-151, June. 
_ Kent, Willard. Annual report of secretary for 1905. 104-106, Mar. 


Leakage of pipes (Silver Lake Force Main, Brockton). 395, Dec. 
Leighton, Marshall O. Engineering construction by the U. S. reclama- 
‘tion service. Ill. With disc. 128~151, June. 
Lochridge, E. E. Typhoid fever epidemic in Springfield, Mass., 1905. 
60-75, Mar. 


Magrath, Dr. Geo. B. Typhoid fever epidemic in Springfield, Mass., 


1905. 75-83, Mar. 
, in Brookline, Mass. F. F. Forses. 247-251, 
Sept. 
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INDEX. Vv 


Meter rates — progress report of committee. 237-243, Sept. 
Meters. 
Pitometer. E. M. BLake. 152-162, June. 
Venturi meters on Metropolitan water works. C. M. SaviLLe. 
158-159, June. 


NE W W Association. 
Addresses. President’s (Geo. Bowers). 101-104, Mar. 
Committees. 
Meter rates (progress report). 237-243, Sept. 
Private fire services. (Withdisc.) 17-33, Mar. 
Uniformity in direction of opening hydrants and valves, and in size 
and shape of hydrant and valve nuts. 348-361, Sept. 
Executive committee proceedings. 
122-123, Mar. 
232, June. 
374-376, Sept. 
491, Dec. 
Meetings. 
Dec 13, 05. 98-99, Mar. 
Jan 10, 06 (annual). 99-119, Mar.. 
Feb 14, 06 (ladies’ day). 120-121, Mar. 
Mar. 14, 06. 225-231, June. 
June 13. 06. 362-363, Sept. 
Sept 12-14, 06. Twenty-fifth annual convention, White Mountains. 


363-373, Sept. 
Nov 14, 06. 487-491, Dae. 
Obituary. 


. Edward Atkinson. Died Dec 11,05. 124, Mar. 
»Thos.-W. Mann. Died Feb 28, 06. 233, June. 
-Frank A. Andrews. Died Mar 1,06. 233, June. 

‘J. J. R. Croes. Died Mar 17. 06. 234, June. 

’ W. W. Burnham. Died Aug 10, 06. 377, Sept.; 492, Dec. 
- Freeman C. Coffin. Died Nov 11, 06. 493, Dec. 

Officers, election of, for 1906. 116, Mar. 


Oil engines, etc., for pumping. . 330-345, Sept. 
Opening valves and hydrants, direction of. 348-361, Sept. 


Panama, water supply of. C.E. Davis. Ill. 252-265, Sept. 
Pipe, raising or lowering in trench. J. E. Brats. 244-246, Sept. 
Pitometer. E.M. Ill. 152-162, June. 
Pollution of water supply. 
Burlington, Vt.. M. N. BAKER. 163-224, June. 
Cleveland, O. G.C. 266-301, Sept. 
Seattle, Wash. (by railroads). W.T.SepGwick. 427-486, Dec. 
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Pressure regulators, water. A.O. Doane. Ill. Withdise. 1-16, Mar. 

Private fire services: report of committee. With disc. 17-23, Mar. 

Pumping by electricity, Schenectady, N.Y. G.S. Hook. Ill. 89-93, Mar. 

Pumping without an air chamber. Grorce A. Stacy. With disc. 
379-384, Dec. 

Pumping without attendance (by oil engines). S. A. AcnEw. With 
disc. 330-345, Sept. 


Railroad cars, water supply and sewerage of. W. T. S—EDGWICK. 434- 
441, Dec. 

Railroads, pollution of water supplies by. Wupeee a. SEDGWICK. 
427-486, Dec. 

Rates for metered water, progress report of committee. FREEMAN C. 
CorFin, chairman. 237-243, Sept. 

Reclamation service, engineering construction. M. O. Leicuton. IIl. 
With disc. 128-151, June. 

Regulators, water pressure. A.O. Doane. Ill. With disc. 1-16, Mar. 


Schenectady, N. Y. Electricpumping. G.§.Hooxk. Ill. 89-93, Maz. 

Scituate, Mass. Pumping by oil engines. §. A. AGNEW. 330-345, Sept. 

Seattle, Wash. Protection of water supply from pollution by railroads. 
W. T. S—pGwick and others. 427-486, Dec. 

Secretary, report of, for 1905. 104-106, Mar. 

Sedgwick, William Thompson, PresNEWWA 

Portrait. 1, Mar. 

Biographical sketch. M. N. BAKER. 94-97, Mar. 

Protection of water supplies from pollution by railroads, with special 
reference to the water supply of Seattle and criticisms of water 
supply and sewerage of trains. 427-486, Dec. 

and C.-E. A. Winslow. On the present relative responsibility of 
public water supplies and other factors for the causation of typhoid 
fever. With disc. 51-88, Mar. ; 

Sherman, Charles W. Report of editor for 1905. 111-114, Mar. 
Silver Lake, water supply for Brockton, Mass. C. R. FELTON. 385~405, 

Dec. 

Snell, George H. Reinforced concrete standpipe at Attleboro, Mass. 
Ill. With disc. 302-329, Sept. 
Springfield, Mass., typhoid fever epidemic of 1905. E. E. Locuripce 
and Geo. B. Ill. 65-83, Mar. 
Stacy, Geo. A. Pumping without an airchamber. With disc. 379-384, 
Dec. 
Standpipe, reinforced concrete, at Attleboro, Mass. G. H. Snext, F. A. 
Barpour, and L. C. Wason. Ti. 302-329, Sept. 
Statistics. 
Of disease in Burlington, Vt. M.N.Baxker. 163-224, June. 
Vital, of Cambridge, Mass. L.M. Hastincs. 406-426, Dec. 
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INDEX. Vii 


Treasurer, report of, for 1905. 106-110, Mar. 
Typhoid fever. 
Causation of. W. T. Sepcwick and C.-E. A. Winstow. With disc. 
51-88, Mar. 
Cleveland, O., epidemic 1903-1904. G.C. WHIPPLE. 266-301, Sept. 
Springfield, Mass., epidemic, 1905. E. E. Locuripce and G. B. 
MaGRATH. 65-83, Mar. 
Statistics of, and other diseases, at Burlington, Vt. Withdisc. M.N. 
BAKER. 163-224, June. 


“Valves and hydrants. Uniformity in opening and in nuts. Committee 
report. 348-361, Sept. 

Wason, Leonard C. Reinforced concrete onion at Attleboro, Mass. 
325-329, Sept. 

Water pressure regulators. A. O. Doane. With disc. 1-16, Mar. 

. Waterproofing concrete standpipe. 309, 323, 327, Sept. 

Water supply of Brockton, Mass., from Silver Lake. C.R. FELTON. 385- 
405, Dec. 

Whipple, George C. The Cleveland typhoid fever epidemic of 1903-1904. 
Ill. With disc. 266-301, Sept. 

Winslow, C.-E. A. (and W. T. Sedgwick). On the present relative respon- 
sibility of public water supplies and other factors for the causation 
of typhoid fever. With disc. 51-88, Mar. 
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